tre, to 3OMetres or 98% Feet.
PLAN OF THE HIPPODROME.t wide and so spacious that it was dignified with the name of palace and contained long suites of royal apartments, was the Church of St. Stephen, through which, by means of a spiral stairway, access was obtained to the Kathisma. It was always used by the Emperor on his visits to the Hippodrome, and was considered to be profaned if trodden by meaner mortals. The palace, raised as it was over the stables of the Hippodrome and looking down the entire length of the arena, had no communication with the body of the building, and on either side the long arms of the Hippodrome terminated in blank walls. The first tier of seats, known as the Bouleutikon or Podium, was raised thirteen feet above the arena. This was the place of distinction. At the back rose tier upon tier, broken half-way by a wide passage, while at the very top of all was a broad promenade running right round the building from pole to pole of the magnet. This was forty feet above the ground, and the benches and promenades were composed of gleaming marble raised upon arches of brick. There was room here for eighty thousand spectators to assemble in comfort, and one seems to hear ringing down the ages the frenzied shouts of the multitudes which for centuries continued to throng this mighty building, of which now scarce one stone stands upon another. Mr. Grosvenor very justly says that
